ELECTRA INDUSTRIAL DIS 



, INC 


365-367 MILL STREET 


r 


WHOLESALE DISTRIBUTORS 
INDUSTRIAL EQUIPMENT AND HARDWARE 
POUGHKEEPSIE, N. Y. 


n 


Tel. GLobe 2-9000 
4-3160 


TO 


T. Nelson 
Box 1546 

Poughkeepsie, N.Y. 12603 


REFERENCE 




10-14-66 


We have been advised of your interest in Di-Acro Precision 
Metalworking Equipment by the Manufacturer. We are located in 
Poughkeepsie and have a salesman who call in your area. If we can 
be of any further service, please advise and we will have a Sales 
man call upon you at your convenience. 


Very truly yours. 



» 


UARCO INC., DEEP RIVER, CONN. 


ffc, ORTANT: Return yellow copy of prospect lead form to Di-Acro 

Sales Department as soon as call has been made. 

T. Nelson 
" Box 15>U6 

Poughkeepsie, New York 12603 
T. Nelson 

^ boxeP^etow in evaluating this lead. 

Q Prospect placed order. 0 Will report progress. 

0 Prospect promised to place order. □ Dead prospect. Close file. 

0 Good prospect. Still open. D Catalog Collector. 

0 Long range prospect. No immediate need. 0 Sent letter. 

0 Already Customer — Wanted more information. 

DATE VISITED 

REMARKS: 



DI-ACRO 

A Division of Houdaille Industries. Inc. 

LAKE CITY, MINNESOTA, U. S. A. 



